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Attached you will find three documents as described below: 

1. The standardized process and timelines generated by internal MDS' 
discussion for all Philip Morris studies which expects finalized creatinine 
data at 6-8 weeks after last subject last visit. 

2. A timeline reflecting the standards for the creatinine processes for Philip 
Morris studies. 

3 . Specific timelines relevant to creatinine data for 4 particular studies. 

If you have any questions or comments, please feel free to contact me. 

Thanks, 

Jack! 

Jacqueline M. Mowitz 

Project Manager 

MDS Pharma Services 

621 Rose Street 

Lincoln, NE 68502 

Office: (402) 437-1126 

Cell: (402) 610-2426 

Fax: (402) 476-7598 

E-mail: jacqueline.mowitzOmdsps.com 

Visit us at our website at: www.mdsps.com 
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Source: https://www.industrydocuments.ucsf.edu/docs/szyx0001 



